ARIZONA DEPARTMENT OF CORRECTIONS 
WILDLAND FIRE/BRUSH ABATEMENT REPORT 

October 2017 


COMPLEX 

Wildland 
Fire Crew 

Fire Name 

Location & County 

Deployment 

Date 

Crew #: 

Deployed 

Days 

# of 
Staff 

# of l/M’s 

Fire Hrs 
Worked 

Brush Abatement Activity: 
Work Location 

BA Hrs 

Worked 

BA# l/Ms 

WIPP Hrs 

Worked** 

WIPP# 

l/Ms 

Cords of 
Wood 

Florence (1) 

Sgt 1 

Trekell 

Casa Grande, Pinal 

10/9/2017 

Cl 

1 

3 

17 

187 

Mt. Graham 10/2/17 

252 

21 



2 


CO M's 2 

Green Base RX 

Williams 

10/17/2017 

Cl 

4 

3 

18 

945 

Mt. Graham 10/3/17 

252 

21 





l/M's 20 









Mt. Graham 10/4/17 

252 

21 














Mt. Graham 10/10/17 

252 

21 














Mt. Graham 10/11/17 

252 

21 




































































































































































TOTAL 






5 

3 

18 

1132 


1260 

21 

0 

0 

2 

Florence (2) 

Sgt 1 

212 fire 

Flagstaff 

10/14/2017 

Cl 

6 

3 

19 

1368 

Rio Montana Project 10/2/17 

190 

19 




Cl 

CO M's 2 









Rio Montana Project 10/3/17 

190 

19 





l/M's 20 









Rio Montana Project 10/4/17 

190 

19 














Rio Montana Project 10/5/17 

190 

19 














Rio Montana Project 10/9/17 

190 

19 














Rio Montana Project 10/10/17 

190 

19 














Rio Montana Project 10/11/17 

190 

19 














Rio Montana Project 10/12/17 

190 

19 














Rio Montana Project 10/23/17 

190 

19 














Rio Montana Project 10/24/17 

190 

19 














Rio Montana Project 10/25/17 

190 

19 














Rio Montana Project 10/26/17 

190 

19 














Rio Montana Project 10/30/17 

190 

19 














Rio Montana Project 10/31/17 

190 

19 




TOTAL 






6 

3 

19 

1368 


2660 

19 

0 

0 

0 

TOTAL DAYS/STAFF/INMATES/HOURS: 

11 

6 

37 

2500 

TOTAL BA & WIPP 

3920 

21 

0 

0 

2 




TOTAL INMATE HOURS 

6420 



**lf WLFC is requested by any municipality, hours are to be reported as WIPP 


1 




















































